Brief comment text:

I am opposed to the 902-928MHz band reconfiguration proposal as outlined by NextNav. The repercussions from altering the current allocations will disrupting all radio users. I would request that the FCC listen to the desires of those who currently use this band, and deny NextNav’s proposal.
